DOCKETED ITEMS       73

9109110304 Change Sheet (CS) CS-2 to Rev 0 to PMP 2080 EPP.105, "General Emer-
gency," correcting rev numbers & dates to refs 3.1 & 3.2 & adding instructions to
page Training Ctr personnel in emergencies.

*  Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.)- 91/08/30.
3pp. 59099:174-59099:176.

9109110305  Change Sheet (CS) CS-2 to Rev 0 to PMP 2080 EPP.104, "Site Area
Emergency," correcting rev numbers & dates on refs 3.1 & 3.2,adding instructions to
page Training Ctr personnel in emergencies & correcting corporate name on Page 1

*  Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 91/08/30.
3pp. 59099:171-59099:173.

9109120063 Instruction & Change Sheet 2 for Rev 0 to PMP 2080 EPP.103, "Alert."

*  Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 91/08/30.
3pp. 59104:053-59104:055.

9109120129 Forwards exemption from requirements of 10CFR50,App E, Section IV.F.3
re conduct of biennial off-site full participation emergency preparedness exercise in
1992,per 910524 Itr.provided exercise conducted prior to 930601.
MARSH.LB. Project Directorate 111-1. 91/09/04. FITZPATRICK.E. Indiana Michigan
Power Co. (formerly Indiana & Michigan Electric Co.). 2pp. 59098:347-59098:353.

-9109120133 Exemption from 10CFR50,App E.Section IV.F.3 re conduct of biennial off-
site full participation emergency preparedness exercise in 1992,provided exercise con-
ducted prior to June 1993.

BOGER.B.A. Division of Reactor Projects - III.IV.V (Post 901216). 91/09/04. Indiana
Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 5pp. 59098:349-

9109190177 Change sheet 1 to rev 1 to PMP 2080 EPP.108, "Initial Dose Assessment,"
adding caution to procedure to allow for manual calculation of initial offsite dose in
event DAP sys unavailable or can not be use by personnel available.

*  Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 91/09/09.
3pp. 59166:306-59166:308.

9109170016 Ack position on items identified in insp rept 50-315/91-13 & 50-316/91-13
re security sys improvements or upgrades.

GREGER.LR. Region 3 (Post 820201). 91/09/10. FITZPATRICK.E. Indiana Michigan
Power Co. (formerly Indiana & Michigan Electric Co.). 1p. 59109:009-59109:009.

9109240364 Forwards insp repts 50-315/91-17 & 50-316/91-17 on 910723-0903 &
notice of violation.

CLAVTON.B. Region 3 (Post 820201). 91/09/17. FITZPATRICK.E. Indiana Michigan
Power Co. (formerly Indiana & Michigan Electric Co.). 4pp. 59184:335-59184:361.

-9109240374 Insp repts 50-315/91-17 & 50-316/91-17 on 910723-0903. Violations
noted.Major     areas     inspected:plant     operations,      reactor     trips, maint     &
surveillance.engineering & technical support & emergency preparedness.
JORGENSEN.B.L Region 3 (Post 820201). 91/09/16. 21pp. 59184:341-59184:361.

9109270034 Forwards safety insp rept 50-315/91-19 & 50-316/91-19 on 910826-28.No
violations noted.

GREGER.LR. Region 3 (Post 820201). 91/09/20. FITZPATRICK.E. Indiana Michigan
Power Co. (formerly Indiana & Michigan Electric Co.). 2pp. 59216:136-59216:156.

-9109270044 Insp repts 50-315/91-19 & 50-315/91-19 on 910826-28.No violations
noted.Major areas inspected:annual evaluated emergency preparedness exercise in-
volving review of exercise scenario (IP 82302).

FOSTER.J., AXELSON.W., OANIANO.R.J. Region 3 (Post 820201). 91/09/20. 19pp.
59216:138-59216:156.

P. Operating Ho

stage documents ft correspondence

9109060208 Notifies of 910905 meeting w/util in Rockville.MD to discuss RPS instru-
ment replacement concerns w/licensee & vendors.

LONG.W.O. Project Directorate 111-1. 91/08/28. MARSH.LB. Project Directorate 111-1.
3pp. 59024:350-59024:352.

9109100025 Forwards "DC Cook Nuclear Plant Units 1 & 2 Semiannual Radioactive Ef-
fluent Release Rept.Jan-June 1991" & Rev 3 to PMP 6010.OSD.001, "ODCM."
FITZPATRICK.E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric
Co.). FITZPATRICK.E. American Electric Power Co., Inc. 91/08/30. MURLEY.T.E.
Document Control Branch (Document Control Desk). 1p. 59108:206-59108:356.

-9109100029 Rev 3 to PMP 6010.OSD.001, "ODCM."

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 91/03/14.
37pp. 59108:319-59108:356.

9109100384 Notification of 910925 meeting w/util in Rockville.MD to discuss RPS in-
strument replacement concerns with licensee & vendors.

LONG.W.O. Project Directorate 111-1. 91/09/04. MARSH.LB. Project Directorate 111-1.
3pp. 59050:036-59050:038.

9109110197 Notification of room change for 910925 meeting w/util to discuss RPS in-
strument replacement concerns w/licensee & vendors.

LONG.W.O. Project Directorate III-3. 91/09/04. MARSH.LB. Project Directorate III-3.
3pp. 59069:013-59069:015.

9109170305 Requests NRC review of planned mod to Foxboro reactor protection
instrumentation.Mod necessary due to increased maint required on instrumentation &
difficulty in obtaining qualified replacement parts.

FITZPATRICK.E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric
Co.). 91/09/04. MURLEY.T.E. Document Control Branch (Document Control Desk).
2pp. 59135:317-59135:318.

9109230193 Requests that util clearly & specifically address compliance w/requirements
of 10CFR50.44 in individual plant exam submittal.

LONG.W.O. Project Directorate 111-1. 91/09/11. FITZPATRICK.G. Indiana Michigan
Power Co. (formerly Indiana & Michigan Electric Co.). 3pp. 59191:156-59191:158.

9109180062 Incorporates editorial comments into util 910215 application for amends to
Licenses DPR-58 & DPR-74 as requested during telcon with NRC.
FITZPATRICK.E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric
Co.). 91/09/13. MURLEYJ.E, Document Control Branch (Document Control Desk).
6pp. 59136:279-59136:297.

-9109180068 Proposed tech specs.incorporating editorial comments.

*  Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 91/09/13.
13pp. 59136:285-59136:297.

O. Inspection reports, IE Bulletins & correspondence

9108090210 NRC Info Notice 91-049. "Enforcement of Safety Requirements for Radio-
graphers." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159.

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090.

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177.

9109100094 Forwards response to unresolved item from insp repts 50-315/91-09 & 50-
316/91-09 re generic Itr 89-10, "Motor-Operated Valve Test Accuracy."
FITZPATRICK.E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric
Co.). FITZPATRICK.E. American Electric Power Co., Inc. 91/08/30. DAVIS.A.B. Docu-
ment Control Branch (Document Control Desk). 26pp. 59083:207-59083:232.

9109160090 Forwards insp rept 50-315/91-18 & 50-316/91-18 on 910812-21. No viola-
tions noted.

RING.M.A. Region 3 (Post 820201). 91/09/09. FITZPATRICK.E. Indiana Michigan
Power Co. 2pp. 59098:168-59098:182.

-9109160099 Insp repts 50-315/91-18 & 50-316/91-18 on 910812-21 .No violations
noted.Major areas inspected:maint activities using selected portions of NRC insp pro-
cedure 62703 to ascertain if maint effectively accomplished & assessed.
BURGESS.S.D.. CHOULES.N.C., GAINTY.C.A. Region 3 (Post 820201). 91/09/06.
13pp. 59098:170-59098:182.

9109170016 Ack position on items identified in insp rept 50-315/91-13 & 50-316/91-13
re security sys improvements or upgrades.

GREGER.LR. Region 3 (Post 820201). 91/09/10. FITZPATRICK.E. Indiana Michigan
Power Co. (formerly Indiana & Michigan Electric Co.). 1p. 59109:009-59109:009.

9109200088 Advises that licensee 890620 response to Bulletin 89-001. Suppls 1 & 2 re
failure of Westinghouse SG mechanical plugs, acceptable.

COLBURN.T.G. Project Directorate 111-1. 91/09/10. FITZPATRICK.G. Indiana Michigan
Power Co. 3pp. 59157:270-59157:272.

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
LinK in 4.16 KV GE Switchgear." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

9109240364 Forwards insp repts 50-315/91-17 & 50-316/91-17 on 910723-0903 &
notice of violation.

CLAYTON.B. Region 3 (Post 820201). 91/09/17. FITZPATRICK.E. Indiana Michigan
Power Co. (formerly Indiana & Michigan Electric Co.). 4pp. 59184:335-59184:361.

-9109240369 Notice of violation from insp on 910723-0903.Violation noted:licensee en-
gineering design review performed on 900115 for mod RFC-12-3008 inadequate.
CLAYTON.B. Region 3 (Post 820201). 91/09/17. 2pp. 59184:339-59184:340.

-9109240374 Insp repts 50-315/91-17 & 50-316/91-17 on 910723-0903. Violations
noted.Major     areas      inspected:plant     operations.     reactor     trips.maint     &
surveillance.engineering & technical support & emergency preparedness.
JORGENSEN.B.L Region 3 (Post 820201). 91/09/16. 21pp. 59184:341-59184:361.

9109270034 Forwards safety insp rept 50-315/91-19 & 50-316/91-19 on 910826-28.No
violations noted.

GREGER.LR. Region 3 (Post 820201). 91/09/20. FITZPATRICK.E. Indiana Michigan
Power Co. (formerly Indiana & Michigan Electric Co.). 2pp. 59216:136-59216:156.

-9109270044 Insp repts 50-315/91-19 & 50-315/91-19 on 91Q826-28.NO violations
noted.Major areas inspected:annual evaluated emergency preparedness exercise in-
volving review of exercise scenario (IP 82302).

FOSTER.J.. AXELSON.W.. CANIANO.RJ. Region 3 (Post 820201). 91/09/20. 19pp.
59216:138-59216:156.

R. Periodic operating reports ft related correspondence

9109040176 Forwards semiannual radioactive effluent release rept for Jan-June
1991.W/o encl.

FITZPATRICK.E. American Electric Power Co.. Inc. 91/08/30. MURLEY.T.E. Docu-
ment Control Branch (Document Control Desk). 2pp. 58998:217-58998:218.

9109100025 Forwards "DC Cook Nuclear Plant Units 1 & 2 Semiannual Radioactive Ef-
fluent Release Rept,Jan-June 1991" & Rev 3 to PMP 6010.OSD.001. "ODCM."
FITZPATRICK.E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric
Co.). FITZPATRICK.E. American Electric Power Co., Inc. 91/08/30. MURLEY.T.E.
Document Control Branch (Document Control Desk). 1p. 59108:206-59108:356.

-9109100026 "DC Cook Nuclear Plant Units 1 & 2 Semiannual Radioactive Effluent Re-
lease Rept.Jan-June 1991."

*  Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 91/06/30.
61 pp. 59108:208-59108:315.

-9109100029 Rev 3 to PMP 6010.OSD.001, "ODCM."

*  Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 91/03/14.
37pp. 59108:319-59108:356.

9109160311 Monthly operating rept for Aug 1991 for DC Cook Nuclear Plant Unit l.per
Tech Spec 6.9.1.10.W/910905 Itr.

GILLETT.W.T.. BLIND.A.A. Indiana Michigan Power Co. (formerly Indiana & Michigan
Electric Co.). 91/08/31. 6pp. 59119:291-59119:296.ining
